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UNCLAS STATE 215829 

E.O. 11652: N/A 


Message Text 


TAGS: OGEN.OTRA, ETRD, EIND, UK 

SUBJECT: FDA REPRESENTATIVE PROVIDING TECHNICAL AND 
CONSULTATIVE ASSISTANCE TO ENGLISH MEDICAL DEVICE FIRMS. 
REFERENCE: STATE 206576 


1 . FDA ADVISES THAT HARRY E. BUTTS, DIRECTOR, DIVISION OF 
COMPLIANCE OPERATIONS, BUREAU OF MEDICAL DEVICES WILL BE 
IN LONDON, ENGLAND SEPTEMBER 16-30, 1978. 

2. MR. BUTTS WILL BE ACCOMPANYING ANTHONY WOLK TO VISIT 
5 MEDICAL DEVICE FIRMS. 


3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. CHRISTOPHER 


UNCLASSIFIED 
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